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1* -A transmitter installation has been built in the immediate neighborhood of the 

Dresden *4/ilsdruff automobile highway* It has a steel -tube mast about 70 meters high* 
The purpose of the installation has not been determined* it has been observed that 
a number of Diesel generator sets stand there in readiness. Also that there are 
two underground fuel tanks adjacent. 

2. The sketch below shows the location of the station* 
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